Overview of City-Wide Blight Investment by Major Funding Source 


City-Wide Blight Investments 
Millions 



Total of $532.2 million Invested in City-Wide Blight 

■ City Blight Investment ■ Hardest Hit Funds ■ Other Federal Funds ■ Fire Insurance Escrow 


By Funding Source 

Total City-Wide Blight 
Investment 

Millions 

Percentage 

City Blight Investment 

$ 248.9 

46.8% 

Hardest Hit Funds 

243.3 

45.7% 

Other Federal Funds 

20.6 

3.9% 

Fire Insurance Escrow 

19.4 

3.6% 

Total City-wide Blight Investment 

$ 532.2 

100.0% 
























